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ILLEGIB 


In loTea'ber 1953 XAe^tmeyer (fnu|^of Department TEE of Funkwerk Koepenlck 
was working on automatic phis# adjusting for the tyln lugfi Inst&Ilaiipn 
under development there. However, there were still difficulties. Studies 
concerning the adjustment speed and accuracy still had to he made. During 
Novembe/^york on the Musa installation mainly entailed a structure conver- 
sion of 'the goniometer part for the purpose of building the automatic 
adjustment installation into it. At the same time, a new switch 
( Abloeseschaltung) was to be built into the gohiometer; this switch was 
to block any channel where a carrier does not operate* The switch had not 
been tried out, however. TEE believed that it might be able to complete 
the frame in its revised form by the end of 1953 if no unforeseen difficulties 
•rose* 
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